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TRANSMITTAL SLIP 

DATE 

13 November IQSft 

TO: Mr. 

Chie 

^^KSH^IiS^nent Staff 

ROOM NO. 

557 

REMARKS: 

BUILDING 

1717 H 


Forwarded for your comments and 
recommendations, per our telephone 
conversation. 
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